"OUR  LORD  OF  ESQUIPULAS" 

This  beautiful  Bulfo  can  be  seen  in  the  El  Posito 
room,  It  is  one  of  the  small  rooms  in  back  of  the 
Main  Altar  of  the  famous  El  Santuario  de  Chimayo, 
built  between  I8I3-I8I6,  in  the  village  of  Chimayo, 
New  Mexico.  It  is  one  of  the  most  picturesque, 
beautifully  decorated  and  historical  churches  in 
the  Southwest.  Many  health  seeking  pilgrimages  are 
made  here  each  year,  and  because  of  this  is  quite 
famous. 
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